1987 ANNUAL EDITORIAL INDEX 


Feature-length articles that appeared in GLAss INDUSTRY issues. 
Classifications indicate the major interest of each article. 


Title 
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Title 





ANNEALING/STRENGTHENING 


How Surface Flaws Affect Glass Strength 

Should You Buy a Gas-Heated or Electric 
Lehr? 

Markets Widen for Chemically 
Strengthened Glass 


BATCHING 


Substantial Savings Derived from 
Phosphoric Acid Batch Wetting 

How to Get the Most Out of Batch 
Segregation Studies 

Batch Handling Equipment Show in Print 


DECORATING 


Decorating’s Role in the Glass Industry 
Continues to Grow 

Taking the Bite Out of Hazardous 
Substance Laws 

Decorating Show in Print 

Gold Provides the Quality Image 

How to Get the Most Out of Decorating 
with Decals 


ECONOMICS 


Glass Container Industry Outlook 

Flat Glass Industry Outlook 

How the Industry Fared in 1986 

How the Industry Fared in 1986—Part II 


ENERGY/ENVIRONMENT 

GPI Reports on the “Renaissance in 
Recycling” 

How Dangerous Are Furnace Repairs? 

Handmade Operations Turn to Electric 
Melting 

Recycling Program Is Achieving Its Goals 

How Dangerous Are Furnace Repairs? — 
Part II 


FORMING 


A Year of Stable Growth Ahead for Fiber 
Glass Composites 

Improvements Made in the Outside Vapor 
Phase Deposition Process 

Container Glass Production Techniques 
Used in Europe 

Low Gob Feeder Designed for Slow- 
Working Machines 

New Blowhead Concept Streamlines 
Container Production 

New Fiber Glass Products Expand 
Composite Capabilities 

GENERAL FEATURES 

Ball-InCon Goes on Stream 

George Keller to Receive the 1987 
Phoenix Award 


Anchor Joins Glass Packaging’s Top 
Echelon 


INSPECTION/ 


QUALITY CONTROL 


Scaling Up for Quality Control 

Thermocouple Life Improved in Amber 
Glass 

How the Container Industry Utilizes 
Protective Coatings 


GLASS INDUSTRY/DECEMBER 1987 


June 
June 


June 


July 


July 
July 


Inspection Equipment Show in Print 
How the Container Industry Utilizes 
Protective Coatings — Part II 


MARKETING 


The Glass Container Industry Must 
Refocus Its Marketing Strategy 

Advanced and Specialty Glasses Find 
New Applications 

Glass Will Nourish O-I’s Future Growth 
Areas 

What's New in Auto Glass? 

Some Thoughts on Selling the Glass 
Container 

Consumers Still Prefer Glass Containers 

Juicing Up the Glass Packaging Business 


MEETINGS/SHOWS 


Glass Problems Conference Report 

SGCD Seminar Will Build Industry 
Showcase 

iGm’87 Expected to Draw Record Crowd 

iGm’87 Product Preview 

Hotwork Seminar Focuses on the Furnace 

interGLASSmetal’87 Show Report 


MELTING 


Sonic Energy Reduces Energy 
Consumption During Melting 

Advanced Sodium Silicate Glass-Melting 
Technology Shows Promise 

New Process Reduces Glass Furnace 
Oxygen Enrichment Costs 

Sonic Energy Reduces Energy 
Consumption During Melting — Part II 

Why the Cold Top Electric Furnace Is 
a Nonpolluter 

Handmade Operations Turn to 
Electric Melting 

Oxygen Enrichment Cuts Melting Costs 
at Glenshaw Glass 

A New Glass Color Technology Is 
Introduced 


PROCESS CONTROL 
INSTRUMENTATION 


Process Control Managemen: Pays Off 
for Corning 

Thermocouples Stage a Comeback in 
Forehearth Instrumentation 


RAW MATERIALS 

What You Should Know About Fining 

The “Basics” of Bulk Solids Flow 
from Storage 


REFRACTORIES 


Furnace Efficiency Improved by Reducing 
Regenerator Infiltration 

Designing an Energy-Saving Insulation 
Package for Suspended Walls 

Building Longer Life into Electric Melters 


SECONDARY OPERATIONS 


How PPG Is Meeting Military Demands 

for the Transparencies of the ‘90s 
Fabricating Products Show in Print 
Low-E Glass Makes Its Mark 





